A Perfin Precancel B From Long Beach, 
CA 
John Lyding (L116) 


The pair of precancels shown below present a 
mystery? The perfin "dot B” in the left hand stamp 
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is not listed in The Catalog of United States Perfins. 


The photographs were provided by Pete Heydt, a 
Bureau precancel dealer, who has reported this find 
to John Randall, the US Catalog editor. Helen 
Ratzer sent me a copy of the photographs. 


John Randall, our U.S. Catalog Editor reports that 
he has some doubts, since the right hand stamp is 
not punched. It makes it appear that the letter B is 
only the last letter of some punch which is not a 
true perfin. 


If anyonehasadditional information on this perfin 
precancel, please share you knowledge with the 
Club. 
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